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TECHNICAL INFORMATION 


TYPE NO 


FB55 


TYPE 


Coffee vending machines 


T.I.-NO 
....03/2003 


SERIALNUMBERS 
AFFECTED 


From machine no 55018649 


ISSUED BY Documentation/ 
Wittenborg Odense 


SUBJECT 


471805.03 VMC for FB55 changed 


ISSUED FOR (X): 


Action 


Information 

X 


REASON: 

• Since September 2002 the current 47 1 805 .03 has been modified with an additional small 
PCB and some wires. 

CHANGES: 

• A new layout for the board has been made. 

• The modifications are now an integrated part of the layout. Futhermore some changes are 
implemented in the layout - one power transistor and its heatsink are removed from the 
backside of the board and a heatsink for a power component and a electrolytic capacitor are 
also removed. 

• Part number for the new board is now 47 1 805.03 Rev 2-0. 
COMPABILITY: 

• The new board 471805.03 Rev 2-0 is fully backward compatible with old 471805.03. 

• The new board is implemented in production from the above machine number. 
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The circles on the photos illustrate the visible changes! 
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